RE:  RE:  Media  Inquiry:  Welding  &  Gasses  TodayS... 


Subject:  RE:  RE:  Media  Inquiry:  Welding  &  Gasses  TodaySherzai 
<HSherzai@downtownla.com> 

From:  "Shawn  Bratton"  <sbratton@ccala.org> 

Date:  07/21/2016  02:22  PM 

To:  "John  Halloran"  <jhalloran@macyinc.com> 

I  just  reminded  her  about  45  minutes  ago  and  noted  his  2:30  pm  deadline.  She  has  his 
contact  information.  She  is  on  another  call  right  now,  so  I'm  not  sure  it  will  happen. 

^  cid:imageO( 

Shawn  Bratton 

Executive  Assistant  to  the  President  &  CEO 
626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7534  I  fax:(213)624-0858 
SBratton@ccala.org 

ccala.org 


From:  John  Halloran  [mailto:jhalloran@macyinc.com] 
Sent:  Thursday,  July  21,  2016  2:20  PM 
To:  Shawn  Bratton 

Cc:  Kim  Macy;  Grace  Gibney;  Henna  Sherzai 
Subject:  Re:  Media  Inquiry:  Welding  &  Gasses  Today 

Hi  Shawn, 

Any  word?  Reporter  is  still  hoping  for  a  call. 

Thanks  as  always, 

John 


On  Jul  21,  2016,  at  9:45  AM,  John  Halloran  <ihalloran@macvinc.com>  wrote: 

Hi  Shawn, 

Charles  is  open  to  having  Carol  call  at  her  convenience.  His  contact  information  is  below: 

Charles  McChesney 
(315)  445-2347 

Please  note  that  he  is  in  Syracuse,  NY  and  is  available  until  2:30p  our  time. 

Call  with  questions. 
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RE:  RE:  Media  Inquiry:  Welding  &  Gasses  TodayS... 


Thank  you, 
John 


On  Jul  21,  2016,  at  9:08  AM,  Shawn  Bratton  <sbratton@ccala.org>  wrote: 
John: 

I  just  spoke  with  Carol  and  she  said  she  will  try  to  call  the  reporter 
this  afternoon,  but  she  cannot  guarantee  she'll  be  able  to  do  so. 
Can  you  send  me  his  phone  number? 

Thanks, 

Shawn 

<imaqe001.pnq>  Shawn  Bratton 

Executive  Assistant  to  the  President  &  CEO 
626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7534  I  fax:(213)624-0858 
SBratton@ccala.org 

ccala.org 

<imaqe002.pnq>  <imaqe003.pnq> 


From:  John  Halloran  [mailto:ihalloran@macyinc.conn] 

Sent:  Wednesday,  July  20,  2016  4:55  PM 

To:  Carol  Schatz  (DCBID);  Shawn  Bratton;  Henna  Sherzai 

Cc:  Kim  Macy;  Grace  Gibney 

Subject:  Media  Inquiry:  Welding  &  Gasses  Today 

Hi  Carol, 

We  just  fielded  a  media  inquiry  from  Charles  McChesney  of  Welding  & 
Gasses  Today,  the  official  magazine  of  the  non-profit  Gases  and 
Welding  Distributors  Association  (GAWDA).  They  are  doing  a  piece 
on  the  construction  of  the  Wilshire  Grand  Center  and  wanted  to  get  a 
brief  comment  from  a  Downtown  Leader  on  the  importance  or 
significance  having  a  new  Tallest  Building  in  the  West’  and  what  it 
means  for  the  city. 

Mr.  McChesney  would  prefer  to  speak  with  you  over  the  phone,  if 
possible.  Should  take  no  more  than  5-10  minutes,  and  his  deadline  is 
Friday. 

If  you  would  like  to  participate,  do  you  have  preferred  days/times  in 
which  you  can  take  his  call? 
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Let  us  know  how  you’d  like  to  proceed. 
Thank  you, 

John 


Macy  +  Associates,  Inc. 

411  Culver  Boulevard 
Playa  del  Rey,  CA  90293 
T  310.  821.5300  x  231 
ihalloran@macyinc.com 

http://www.macyinc.com 

Macy  +  Associates  Inc.  may  archive  and  review  outgoing  and  incoming  e-  mail.  Sender  accepts  no  liability  for  any  errors 
or  omissions  arising  as  a  result  of  transmission.  The  information  contained  in  this  e-mail  message  may  be  privileged, 
confidential  and  protected  from  disclosure.  If  you  are  not  the  intended  recipient,  any  dissemination,  distribution  or 
copying  is  strictly  prohibited.  If  you  think  that  you  have  received  this  e-mail  message  in  error,  please  e-mail  the  sender 
at  ihalloran@macyinc.com 
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